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stations 

1. The Line drawing enalosures refer to the two radio ‘ 
located eight -tetute viles weet ef Baghdad, Iraq (see enn icsee eons) 
The stations ure surrounded by a fence and cever un area eae couse 
1.2 tiles lon: and .4 miles wide. Ageess to the stations suede aa ahd 
east-west highvay from Baghdad and fs comtzolled by pie . age 
ayea A indieates the main buildings at the old station aren 
relatively new station. 


2. The ene Losed moseic indicates a pover line leading tewards these 
stations tat it cannot be traced inrte eny cf the tulidings. 


‘ 1 meses: et 2 & + 

. Cable sears are asparent in ‘rea B but in mo 2508 Cano 

be tesa <a their terminus. Cable sears in area A camot be distinguished 
from extensive natural ground scarring. 


kh. The dashed lines on the buildings indieste aifferent roof levels. 
Heichts are indicated ty the letter H and are ouly approximate. 


. The narrow rectangular urojections and square object on the 
northeas oo of the min building in area B ere only erg anges than 
the roof they aroject across. These are probably associ Oe cee 
ventilation or cocling system. fhe cllipitesl abepes, SaeNrs 
of this twilding is orobably to te used as @ cooling pond. | 


| = 
Enclosures: Three line drawings and one 


rectified socsaic (NF-PH-001). 


Referral Declassification by NIMA/DoD 
Distribution: 
Orig. & 1 - Addressee (enclosures ) 
1 - ccs 
1 - Project Polder P 197-59 
1 - Chrono 


Approved For Release 2003/08/19 : CIA-RIPP81T00990 


eee 


25X1 


000100020026-3 


